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SOURCE: 

25X1 X 


25X1 X 
25X1 A 


On |8 ■ 

of the Directorwfee General ^ Railroads , Berlin,* that the planned traffic 
conference of the German railroad administration Wold not take place before 
the new ^ganizational";^t^P the German railroads had been approved. 

'$her Directorate .General^ 'Rfidlroade:^ hae huBmitted to the East German Council 
of Ministers t m organizational plsnei 


i»t® state secretariats* 

'The ldCOnd plan ’envisage& that the directorate General, Railroads, will 
he' converted into- a railroad ministry, with Hellweber functioning a$ 

Mnister end Btaimer as deputy minister. It it suggested to attach 
special Cfeneralbe^ (Operations Headquarters) to the 

imiroad Ministry* which Will he paralleled by a Ministry of Transportation, 
which will irioludh the prtYicmn Directorate General, Shipping 'and Motor 
Traffic as State Secretariats « 1 2DA1A 


the obstruction of turning fad 11 ties at specific railroad stations on the zonal 
■boundaries between East and West Berlin. 

V 

i 25X1A 
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k* Berlin regional rsdXrcraJ district issued an order tbat a sizeable 

rmulber of freight ears •with disrentled wheel set which could be used 
bb cabooses^ was to be made available within a shirt period* * 

In January 19>5* 

reorganized and that this reorganization was to fee approved by the Soviet! 




in late January^ 

the Freight fcaffie Bepartment of the Director ate General* Baila^feaui* * 
bad been transferred as a railroad expert to the Ministry of the Inferior 
at 2 Schnedlerstras-Be and mi given the rank Of captain^ 


TV 


lit 


11* 


On 30 January no -change: In the status if 
tbe'diiomitive ®0mm. at tmfimv&yt and Huednitz«5 

In late January* locomotives if the 25X1 A 

Cottbu© f ailr.Oad distrl ct which had been temporarily put into operation* 
were again parked at their previous locations, 6 


On 10 

headquarters had been ordered to make available 9; 

, functioning aar'tfF railroad transportation officers 


HHH railroad 
ces for 10 officers 


25X1 A 


On 10 February*' the Greifswald 25X1 A 

*taSl^ dTtOPS^srta: as ■ soon as possible* ISO loading 
Wi^gesL fir 1 --tank# and. various equipment needed for the conversion of 
hgkfftri; fbfc '|rinipgrts% Xbe equipment requested to be 
: manufactured at leubrantenburg^T 


On 3 .Tebrugry* railroad 25X1 A 

thaniportstion offices: were to be established at all railroad Junctions 
and military posts of the Grelfswald, railroad district-^ 



^rwna^tS g 

The reorganization of the Ministry of Traffic into a Bailri 
sad a Ministry of Transportation was reported previously 
The reorganization would follow the Soviet pattern. 

This information is received. for the first time, but is believe a to be 
credible. Lehmann is Deputy director General for frrosportation and 
Operations* le wa^cWmbly made responsible for the present crisis 
in the Most German: railroad system. 


25X1A 


3, It is believed that these freight ears sill be used at the intended 
railroad cheek points along the zonal boundary until permanent control 
buildings have been completed, 25X1 A 

The Ministry of the Interior includes the Ministry for Nstiona^Fcjrces 
which was scheduled to comprise a railroad department, HHMHHHH 
The detachment Of a railroad expert to this military transportation 
department is Credible, It IS believed that in connection' with the 
remilitarisation of East Germany^ TP transportation control headquarters 
will be established at the individual regional railroad headquarters. 
Information On the. establishment in other railroad districts Of Such. 

YP transportation control headquarter*) has not been received* Since 
the- organization of TP Units- has %ade the greatest progress in the Greifgw 
Wald railroad diStrtfty which covers: the northeastern section if Mecklen- 

burg*. It appears possible that the first YP transportation control 
headquarters Was. established in that railroad district* 
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SiSmEl/COMROL ,* U„S. OPFICXAIS ONLY 


I* TkLs Information confirm the location of jateacrtiTate^ggggfciw 

3in'|^ 13 in teheroW* : 25X1 A 

&* Shis Information refora to reserve locomotives pf the Cotihnf 25X1 A 

regional rai Irani teatgtert^r s which were temporarily wed, 

Tf 3M.iT' "order is connected with intended; -trao^ movemen ts >• 

"&* 'lt'is vi Wli evtd,tb^ 'tnese railroad; transmutation control 

■' •neadtpartera ’are-’to^tte established by order of the S€C * They will 
probably function Only taring the spring when the troops' will he 
naitwieC 'military' fiits to troop training grcrois* 
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